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To  the  Chairman  and  Members  of  the  LlanfyUin  Rural 

— • .District  Council* 


Mr.  Chairman  and  Councillors,. 

I have'  pleasure  in  submitting  the  Annual  Report  for  the 
year  ending  December  31st,  1962. 

The  general  statistics  of  the  area  were  satisfactory  in  spite 
of  a further  decline  in  the  population. 

Infectious  diseases  were  fewer  than  in  1961  and  the  only 
evidence  of  an  epidemic  disease  was  mainly  in  the  last  quarter 
of  the  year  when  notifications  of  primary  pneumonia  rose;  this 
was  associated  with  an  outbreak  of  influenza.  In  January  and 
February  further  cases  of  smallpox  occurred  in  the  country  and 
two  contacts  arrived  in  one  of  the  northern  districts  and  were  kept 
under  surveillance. 

With  regard  to  water  supplies,  much  of  the  district  still 
remained  without  a piped  supply  of  water  and  in  one  or  two 
parishes  great  concern  was  felt.  Certainly  the  percentage  popula- 
tion served  by  the  public  mains  was  greater  than  in  1961,  but, 
nevertheless,  it  is  still  only  approximately  50  per  cent.,  and  when 
we  see  that  of  82  samples  from  private  supplies  55  were  unsatis- 
factory, extension  of  the  public  mains  cannot  be  carried  out  too 
soon. 


Where  possible,  work  on  sewerage  schemes  continued,  but 
these  projects  must  of  necessity  be  dependant  on  extended  water 
supplies. 

Following  inspection  of  certain  food  premises  in  1962, 
we  received  satisfactory  reports,  but  much  needs  to  be  done  to 
improve  the  standard  of  food  hygiene  generally  and  to  enforce 
the  Food  Hygiene  Regulations.  We  intend  to  make  a survey 
of  all  premises  where  food  is  prepared  or  sold. 

Finally,  may  I express  my  thanks  to  you,  Mr.  Chairman, 
and  the  members  of  the  council  for  your  support  during  the  year 
and  to  Mr.  Evans,  the  Surveyor  and  Chief  Public  Health  Inspector 
for  preparing  that  part  of  the  report  relating  to  the  sanitary 
circumstances  of  the  area. 

1 am. 

Your  obedient  servant, 

ELINOR  M.  GREVILLE. 

October  22nd,  1964. 
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SECTION  “A” 

GENERAL  STATISTICS  OF  THE  AREA 

Area  of  the  District — 163,477  Acres. 

Registrar-General's  estimate  of  the  mid- 1961  resident 

Population — 9,150. 

Number  of  Inhabited  Houses  according  to  Rate  Books 

—3,144 

Rateable  Value — £70,839 

Sum  represented  by  a Penny  Rate  £276. 


VITAL  STATISTICS 
POPULATION 
Llanfyllin  R.D.  1962 — 9,150 

1961—9,210 

1960—9,680 

1959—9,700 


These  figures  show  a further  decline  during  the  last  year. 
The  1962  live  births  were  28  less  than  in  1961  and  stood  at  the 
figure  of  127.  As  the  number  of  deaths  was  106,  the  natural 
increase  in  the  population  was  21,  less  than  in  1961  due  to  the 
fact  that  there  were  fewer  births  in  1961.  One  must  suppose  that 
the  continued  decline  in  the  population  is  a result  of  the  exodus 
of  the  younger  members  of  the  community  to  work  in  the  large 
towns. 


BIRTHS  AND  DEATHS 


Live  Births: 


Male 

Female 

Total 

Legitimate 

60 

64 

124 

Illegitimate 

2 

1 

3 

Total 

62 

65 

127 

Live  Birth  Rate  per  1,000  estimated  population  (Crude)  ...  13.87 

Live  Birth  Rate  per  1,000  estimated  population  (adjusted)  16.22 
Illegitimacy  Rate — 2.3  per  cent,  of  total  live  births. 


The  Birth  Rate  and  the  Illegitimacy  Rate  have  fallen 
since  1961, 


Still  Births — 2 (1  male  and  1 female). 

In  1961  there  were  no  Still  Births.  Causes  of  Still  Births: 
(I)  Meningocoele  associated  with  hydramnios;  (2)  Normal  foetus. 
No  abnormality  (Post  Mortem).  Both  births  were  legitimate. 
Still  Birth  Rate  = 16  per  1.000  total  births. 
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Infant  Mortality 


One  infant  death  occurred,  that  of  an  infant  (F.),  aged  3 
days.  The  cause  of  death  was  “Meningitis”. 

Total  Infant  Mortality  Rate  7.8  per  1,000  live  births. 

(1961  figure  6.5  per  1,000  live  births) 

Legitimate  Infant  Mortality  Rate  7.8  per  1.000  total  legitimate 
live  births. 

Illegitimate  Infant  Mortality  Rate:  Nil. 

Neo-natal  Mortality  Rate  (deaths  under  4 weeks):  7.8  per  1,000 
live  births. 

Perinatal  Mortality  Rate  (still  births  and  deaths  under  1 week): 
23.6  per  1,000  total  births. 

Both  the  Neo-natal  and  Perinatal  Mortality  Rates  were  the 
result  of  the  one  infant  death  previously  referred  to,  this  being 
a “Perinatal  Death.”  occurring  in  the  first  week  of  life. 


MATERNAL  MORTALITY 
Nil. 


DEATHS 


Males  53 

Females  53 

Total  106 


Death  Rate  per  1,000  estimated  population  (Crude)  11.48 

Death  Rate  per  1,000  estimated  population  (adjusted)  11.00 

These  figures  follow,  closely,  those  for  1960  and  compare 
favourably  with  the  figures  for  the  county  and  country  as  a whole. 


COMPARATIVE  RATES  (1962) 


Llanfyllin  R.D. 

Monts. 

Birth  Rate  (Adjusted)  

16.22 

15.96 

Death  Rate  (Adjusted)  

11.00 

12.04 

Maternal  Mortality  Rate  

Nil 

Nil 

Infant  Mortality  Rate  

7.8 

23.5 

Neo-natal  Mortality  Rate  

7.8 

17.2 

Stillbirth  Rate  

20.00 

25.00 

Perinatal  Mortality  Rate  

23.6 

41,2 
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CHIEF  CAUSES  OF  DEATH 


1.  Heart  Disease — 40  per  cent,  attributable  to  Coronary  Disease. 

2.  Vascular  Lesions  of  Nervous  System. 

3.  Malignant  Disease — 17  per  cent,  of  all  deaths  (cancer  of  the 
stomach  accounted  for  28  per  cent,  of  all  deaths  from  cancer). 
(There  was  only  1 death  from  lung  cancer). 


COMPARATIVE  STATISTICS  (1946—1962) 
Llanfyllin  R.D.  and  E.  and  W. 


Population  Perinatal  Infant 


(Mid-year 

Birth 

Rate 

Death  Rate 

Stillbirth 

Mortality 

Mortality 

Year 

Estimate) 

(Crude) 

(Crude) 

Rate 

Rate 

Rate 

1946-55 

10183 

16.5 

16.6 

12.7 

11.6 

16.4 

23.5 

40.9 

38.6 

38.5 

31.5 

(Average) 

1956 

9870 

14.2 

15.6 

11.5 

11.7 

20.1 

23.0 

35.0 

36.8 

28.6 

23.8 

1957 

9790 

14.2 

16.1 

12.9 

11.5 

28.0 

22.5 

35.0 

36.2 

7.2 

23.1 

1958 

9730 

15.4 

16.4 

11.1 

11.7 

26.0 

21.6 

58.4 

35.1 

33.3 

22.6 

1959 

9700 

15.67 

16.5 

12.89 

11.6 

39.0 

20.7 

34.0 

20.0 

22.0 

1960 

9680 

14.15 

17.1 

11.57 

11.5 

15.0 

19.7 

32.9 

15.0 

21.7 

1961 

9210 

16.83 

17.4 

11.73 

12.0 

Nil 

18.7 

6.5 

6.5 

21.4 

1962 

9150 

13.87 

18.0 

11.48 

11.9 

16.0 

18.1 

23.6 

30.8 

7.8 

21.6 

The  second  set  of  figures  refers  to  England  and  Wales. 
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SECTION  “C” 

COMPARATIVE  STATISTICS  (1946—1962) 

Water  Supplies 

The  Montgomeryshire  Water  Board  became  the  statutory 
water  authority  on  1st  April,  1961. 

(i)  Quality 

To  report  upon  the  quality  of  the  water  supplies  in  this 
district  it  is  necessary  to  distinguish  between  public  supplies  and 
supplies  drawn  from  privately  owned  sources. 

(a)  Public  Supplies  operated  by  the  Statutory  Water  Authority 

The  results  of  samples  of  water  taken  from  the  various 
public  supplies  and  examined  bacteriologically  during  1958,  1959, 
1960,  1961  and  1962  are  given  below. 


Results  of  Bacteriological  Examination  of  Water  Samples  from 
Works  Operated  by  the  Statutory  Water  Authority 

UNTREATED  SUPPLIES 


Highly  Satis, 

Satis. 

Suspic. 

Unsatis. 

Total 

1958  .. 

53 

13 

9 

22 

97 

1959  .. 

36 

2 

22 

16 

76 

1960  .. 

37 

6 

10 

33 

86 

1961  .. 

13 

9 

8 

53 

83 

1962  .. 

8 

6 

13 

54 

81 

TREATED 

SUPPLIES 

Highly  Satis. 

Satis. 

Suspic. 

Unsatis. 

Total 

1958  .. 

56 

3 

1 

4 

64 

1959  .. 

57 

— 

1 

. 

58 

1960  .. 

55 

5 

2 

5 

67 

1961  .. 

55 

2 

— 

5 

62 

1962  .. 

50 

2 

— 

4 

56 

In  addition  to  the  137  samples  examined  bacteriologically 
during  the  year,  19  samples  were  submitted  to  the  Public  Analyst 
for  chemical  analysis  and  all  but  one  were  found  satisfactory. 
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(b)  Private  Supplies 

Requests  are  frequently  received  for  samples  of  privately 
owned  supplies  (mostly  shallow  wells)  to  be  examined.  In  response 
to  such  requests,  and  in  other  cases  where  the  Public  Healtn 
Inspectors  considered  it  advisable  to  do  so,  a total  of  82  samples 
of  private  water  were  bacteriologically  examined  during  the  year 


and  gave  the  following  results. 

Number  of  samples  found  highly  satisfactory  21 

Number  of  samples  found  satisfactory  1 

Number  of  samples  found  suspicious  5 

Number  of  samples  found  unsatisfactory  55 

82 


These  results  are  the  best  indication  available  of  the  quality 
of  the  private  supplies  in  the  district.  Many  of  the  samples  were 
taken  before  protective  works  had  been  carried  out  at  the  various 
sources,  in  preparation  for  a grant-aided  farm  water  scheme  or  the 
erection  of  a new  house. 

(ii)  Quantity 

The  adequacy  of  the  supplies  varies  considerably  between 
one  parish  and  another,  and  in  no  parish  is  a piped  supply  of 
water  available  to  every  house.  Indeed,  the  distribution  of  the 
houses  and,  in  some  cases,  their  elevation,  makes  it  unlikely  that 
they  can  be  supplied  from  public  mains  in  the  foreseeable  future. 
I give  below  a brief  description  of  the  circumstances  in  various 
localities  at  the  end  of  1962. 

(a)  Parish  of  Llanfair  Caereinion 

This  parish  has  the  highest  population  of  any  in  the  rural 
district  and  contains  more  houses  supplied  by  water  from  the 
public  mains  than  any  other  parish.  Nevertheless,  less  than  half 
of  the  houses  in  the  parish  are  within  reach  of  watermains.  Since 
1954,  water  has  been  extracted  from  the  River  Banwy  and  an 
ample  supply  of  wholesome  water  is  assured.  The  problem 
which  remains,  however,  is  one  of  distribution. 

(b)  Parish  of  Llanfechain 

A scheme  of  supply  for  the  village  of  Llanfechain  came 
into  operation  during  1953.  The.  source  is  a well  in  valley  gravel 
from  which,  after  chlorination,  water  is  pumped  to  a service 
reservoir.  There  is  no  doubt  that  the  works  have  greatly  improved 
living  conditions  in  the  village  and  have  made  possible  the  erection 
of  a fair  sized  housing  estate  and  school.  A number  of  agricultural 
properties  are  supplied  and  while  the  amount  of  water  available 
is  comparatively  small,  it  is  unlikely  that  there  will  be  any 
shortage  of  supplies  for  many  years  within  the  area  of  the 
distribution  system. 
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(c)  Parish  of  Llandrinio,  Llandysilio,  Llansantfixaid  Beythcur 

and  Llar.santlfraid  Pool 

These  parishes  are  supplied  from  a spring  at  Winllan, 
Llansantfi'raid,  augmented  by  pumping  water  from  other  sources 
in  the  Parish  of  Llandysilio.  It  is  evident  that  a new  source  is 
necessary  to  meet  the  requirements  of  these  parishes  in  the 
immediate  future  and  I am  glad  to  state  that  arrangements  are 
being  made  to  provide  an  additional  supply  and  that  the  actual 
work  of  construction  is  well  advanced. 

(d)  Parish  of  Carreghofa 

Part  of  this  parish  is  supplied  with  water  by  Oswestry 
R.D.C.,  but  the  distribution  system  is  inadequate  and  new  works 
of  water  supply  are  urgently  needed  to  meet  the  needs  of  the 
parish  as  a whole,  including  two  housing  estates  owned  by  the 
Council 

(e)  Parishes  ci  Garthbeibio  and  Llangadfan 

These  parishes  contain  the  villages  of  Foel  and  Llangadfan, 
both  of  which  are  supplied  from  a source  at  Foel.  Further 
development  of  these  villages  cannot  take  place  without  endanger- 
ing the  adequacy  of  the  supply. 

(f)  Parish  of  Llanerfyl 

The  local  source  supplying  the  village  of  Llanerfyl  is 
inadequate  to  meet  the  demands  made  upon  it.  I consider  that 
a comprehensive  scheme  to  serve  the  whole  of  the  Banwy  Valley 
is  required. 

(g)  Parish  of  Llanfihangel 

The  hamlet  of  Llanfihangel  is  a comparatively  small  one 
of  less  than  a dozen  houses.  It  has  no  public  piped  supply  and 
most  of  the  houses  are  dependent  upon  a privately  owned  supply 
which  is  inadequate  for  the  needs  of  the  hamlet.  Better  provision 
for  the  hamlet  is  needed,  but  owing  to  the  elevation  of  the  locality, 
I understand  that  it  is  difficult  to  provide  it  with  a supply  of 
water  at  reasonable  expense,  but  I am  glad  to  know  that  a scheme 
for  supplying  the  village  has  been  approved  in  principle  and  I 
hope  that  the  Water  Board  will  be  able  to  put  it  into  effect  at  an 
early  date. 

(h)  Parish  of  Meifod 

The  villages  of  Meifod,  Bwlchycibau  and  Pontrobert  are 
adequately  supplied  with  water. 

(i)  Parish  of  Pennant 

A connection  has  been  made  to  the  Vyrnwy  Aqueduct 
from  which  a supply  may  be  drawn  to  augment  the  local  source. 
This  should  ensure  a sufficient  supply  in  this  parish. 
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(j)  Generally 

Much  of  the  district  remains  without  a public  piped  supply 
of  water  and  because  of  the  sparsely  populated  nature  of  the  area 
it  will  no  doubt  require  very  considerable  expenditure  to  provide 
a comprehensive  distribution  system  throughout  the  district. 


(iii)  Plumbo-Solvent  Action 

I would  not  expect  any  of  the  piped  supplies  controlled  by 
the  Statutory  Water  Authority  to  have  a marked  aggressive  action 
on  metals.  In  two  cases,  the  water  is  passed  through  a contact 
chamber  of  limestone  chippings  to  counteract  an>  acidity  in  the 
water,  and  the  pH  value  of  the  water  extracted  from  the  River 
Banwy  at  Llanfair  is  also  adjusted. 


(iv)  Dwelling  Houses  supplied  from  Public  Mains 

The  following  table  gives  the  number  of  dwelling  houses 
and  the  estimated  population  supplied  from  public  water  mains 
directly  into  the  houses  or  by  means  of  standpipes. 


Supply 

dwellings 

laid  on  to 
or  curtilages 

Supply  by 

Standpipe 

Number  of 

Approx. 

Number  of 

Approx. 

Parish 

Dwellings 

Population 

Dwellings 

Population 

Works  controlled  by  Statutory  Water 

Authority 

Meifod  

106 

369 

27 

94 

Llanerfyl  

34 

119 

14 

49 

Llansantffraid  Pool  . . 

158 

555 

12 

42 

Pennant  

51 

178 

9 

32 

Llangynog  

67 

232 

14 

51 

Llangadfan  

30 

105 

16 

56 

Llanfair  Caereinion  . . 
Llanfihangei  including 

225 

777 

20 

70 

Dolanog  Village  

16 

56 

— 

— 

Garthbeibio  

3 

10 

1 

3 

Llangyniew  

35 

123 

— 

— 

Hirnant  

— 

— 

— 

— 

Llandysilio  

56 

194 

— 

— 

Llandrinio  

50 

175 

— 

— 

Llanfechain  

Llansantffraid 

90 

315 

' 

Deytheur 

24 

83 

— 

— 

Guilsfield  (Without)  . 

22 

76 

— 

— 

Llanrhaedr  

61 

213 

3 

10 

Total  

1028 

3580 

116 

407 

10 


Supply  laid  on  to 

dwellings  or  curtilages  Supply  by  Standpipe 


Number  of  Approx.  Number  of  Approx. 


Parish  Dwellings  Pcpulation  Dwellings  Pcpulation 


Works  not  controlled  by  Statutory  Water  Auth. 


Llanfihangel  3 10 

Llanwddyn  103  371  ~~ 

Carreghofa  62  213  9 

Hirnant  2 7 

Llangyneg  4 14 

Llanrhaeadr  2 7 

Llangadlan  1 3 


177  625  9 31 


Grand  Total  1205  4205  125  438 


Note:  The  percentage  of  the  population  served  by  public 
mains  in  1962  was  greater  than  in  1961.  Nevertheless,  it  is  still 
only  approximately  50  per  cent. 

Drainage  and  Sewerage 

The  need  for  sewering  the  various  villages  in  the  District  has 
been  pointed  out  in  previous  Annual  Reports  of  the  Council’s 
Medical  Officer. 

Five  villages  have  been  sewered  during  the  past  few  years. 

The  first  was  Llanrhaeadr  (completed  1954),  the  second 
was  Llansantffraid  (completed  in  1955),  the  third,  Llanfair 
Caereinion  (completed  in  1956),  the  fourth,  Penybontfawr  (com- 
pleted 1959)  and  the  last,  Llangynog,  was  completed  in  1960. 
These  works  have  greatly  improved  the  sanitary  condition  of  the 
villages  and  have  made  possible  improvements  to  many  houses 
in  the  villages,  which  had  previously  been  without  bathrooms 
and  drainage  systems. 

Sewerage  schemes  are  urgently  required  in  several  other 
villages,  and  I am  glad  to  know  that  the  Council  are  endeavouring 
to  meet  the  need.  The  construction  of  a sewerage  works  for  the 
village  of  Meifod  is  well  advanced. 

Closet  Accommodation 

In  this  District  closet  accommodation  does  not  vary 
substantially  from  one  year  to  another,  except  when  new  village 
sewerage  schemes  are  brought  into  operation.  Conversions  from 
pail  closets  and  privies  to  water  closets  also  take  place  when  houses 
are  improved  by  means  of  grant-aided  works  under  the  Housing 
Acts  and  the  Hill  Farming  and  Livestock  Rearing  Acts  and  a 
small  number  of  premises  are  improved  without  the  aid  of  a grant. 

During  the  past  few  years,  the  number  of  pail  closets  and 
privies  converted  into  water  closets  under  the  above  schemes  is 
as  follows:- — 
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Y ear ' ' 

Village  Sewerage 
' Schemes: 

. ..  Housing  Act  • 
Improvement  Grants 

A.E.C.  Grants 
and  others 

Total 

1954 

31 

5 

7 

43 

1955 

73 

5 

12 

90 

1956 

97 

22 

17 

136 

1957 

— 

22 

16 

38 

1958 

— 

19 

13 

32 

1959 

84 

21 

6 

111 

1960 

15 

22 

14 

51 

1961 

— 

29 

8 

37 

1962 

— 

20 

13 

33 

300 

165 

106 

571 

I estimate  the  number  of  pail  closets  and  privies  in  the 
District  to  be  1,515. 


Public  Cleansing 

Since  September,  1959,  the  Council  have  carried  out 
collections  of  house  refuse  by  direct  labour,  but  have  continued 
with  certain  contracts  for  the  collection  of  night  soil  in  some 
parishes. 

At  the  end  of  1962  all  the  villages  and  hamlets  in  the 
rural  district  had  the  benefit  of  a weekly  removal  of  refuse  and 
all  properties  adjacent  to  the  roads  traversed  by  the  collection 
vehicle  between  the  various  villages  and  hamlets  were  also 
provided  with  a weekly  service. 

The  cost  of  the  scavenging  service  during  the  financial 
year  ended  March,  1962,  was  £4,890 — an  increase  on  the  cost 
in  previous  years. 


Rodent  Control 

The  following  is  a summary  of  rodent  control  work  during 
the  year: — 

Type  of  Premises  No.  of  Treatments 

Dwelling  House  96 

Business  Premises  30 

Agricultural  Premises  28 

Refuse  Tips  2 

The  total  number  of  visits  made  during  the  year  was  1,143 
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During  the  year  the'  Public  Health  Inspectors  carried  out 
the  following  inspections:— 


65 

81 
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Infectious  Disease  

Housing  Inspections  

Rural  Housing  Survey  

Refuse  Collection  and  Disposal  

Food  and  Drugs  

Meat  Inspection  

Caravan  Sites  

Petroleum  Installations  

6 

72 

42 

81 

44 

190 

120 

18 

As  a result  of  the  above  inspections  the  following  notices 
were  served,  with  the  result  indicated: — 

Informal  Statutory  Complied  with 

Public  Health  Act  1936  10  0 7 

Shops  and  Offices 

No  action  was  taken  during  the  year,  but  recent  legislation 
will  require  considerable  attention  to  be  given  to  both  shops  and 
offices  in  the  near  future. 


Caravan  Sites 

During  1962  four  new  licences  were  issued,  two  in  respect 
of  permanent  residential  sites  for  single  caravans,  one  for  a 
holiday  site  for  two  caravans,  and  the  other  for  a holiday  site 
for  15  caravans.  Two  licences  in  respect  of  permanent  residential 
caravans  expired  and  were  renewed  for  a further  period  of  five 
years. 

The  use  of  seven  sites  was  discontinued  and  at  the  end 
of  the  year  there  were  twenty-three  licensed  sites  in  the  district. 
These  were  made  up  of  8 permanent  residential  sites  for  1 or  2 
caravans,  7 holidays  sites  for  1 or  2 caravans  and  8 holiday  caravan 
sites  for  15  or  more  caravans. 

Eighty-seven  inspections  of  caravan  sites  were  made  during 
the  year.  Site  operators  were  advised  regarding  any  contraven- 
tions found  and  in  one  instance  the  Council  decided  that  legal 
proceedings  be  commenced  against  the  site  operator  for  non- 
compliance  with  the  site  licence  conditions. 
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Swimming  Baths  and  Pools 

There  are  no  swimming  baths  or  pools  in  the  District. 


Eradication  off  Bed  Bugs 

One  Council  House  was  disinfested  successfully  during 
the  year 


Housing 

No  of  Official  Representations  made  to  the  Council  7 

No  of  Undertakings  received  from  owners  not  to  use  the 

premises  for  human  habitation  2 

No.  of  premises  actually  closed  5 

No.  of  premises  demolished  4 

No.  of  Houses  constructed  in  the  area: — 

(a)  Council  Houses  7 

(b)  Private  Houses  9 

No.  of  Houses  improved  by  means  of  Improvement  Grants 

under  the  Housing  Acts,  during  the  year 20 


The  following  table  shows  the  number  of  Improvement 
Grants  awarded  annually  since  1951  and  the  total  amount  of 
such  grants. 


Year  No.  of 

Grants  Awarded 

Amount  of 

such 

Grants 

1951 

1 

£393 

0 

0 

1952 

4 

£926 

8 

0 

1953 

4 

£1179 

14 

4 

1954 

7 

£1994 

1 

1 

1955 

18 

£5794 

7 

0 

1956 

27 

£8726 

18 

0 

1957 

19 

£6659 

4 

9 

1958 

15 

£4986 

0 

0 

1959 

20 

£6576 

0 

0 

1960 

22 

£6247 

15 

0 

1961 

29 

£7663 

0 

0 

1962 

32 

£10791 

0 

0 

Total 

198 

£61937 

8 

2 
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SECTION  “D” 

FACTORIES  ACTS  1937  TO  1959 

Part  1 of  the  Act 


1.  Inspections  for  purposes  of  provisions  as  to  health 
(including  inspections  made  by  Public  Health  Inspectors). 


Number  on 

Inspec- 

Number  of 
Written 

Occupier 

Premises 

Register 

tions 

Notices 

Prosctd. 

(1) 

(2) 

(3) 

(4) 

(5) 

(i)  Factories  in  which 
Sections  1,  2,  3,  4, 
and  6 are  to  be  en- 
forced by  Local 
Authorities  

4 

2 

(ii)  Factories  not  in- 
included  in  (i)  in 
which  Section  7 is 
enforced  by  the  Local 
Authority  

28 

10 

% 

1 

(iii)  Other  Premises  in 
which  Section  7 is 
enforced  by  the  Local 
Authority  (excluding 
out  - workers  pre- 
mises)   

— 

— 

— 

— 

Total  

32 

12 

1 

— 

2.  Cases  in  which  DEFECTS  were  found. 


Particulars 
Want  of  cleanliness 

(S.l)  

Overcrowding  S.2  .. 
Unreasonable  tem- 
perature (S.3) 
Inadequate  ventil- 
ation (S.4)  .... 
Ineffective  drainage 
of  floors  (S.6) 
Sanitary  Con- 
veniences (S.7) 

(a)  Insufficient  . 

(b)  Unsuitable  or 

defective  

(c)  Not  separate 
for  sexes  .... 

Other  offences 
against  the  Act 
(not  including 
offences  relat- 
ing to  Outwork) 


Number  of  cases  in  which  defects 
were  found 

Referred 

to  H.M.  by  H.M. 
Fnd.  Remed.  Insptr.  Insptr. 


Number  of 
cases  in 
which  pro- 
secutions 
were  instd. 


1 


1 


1 


1 
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Outworkers 


There  are  no  outworkers  in  the  District  and  therefore  no 
statistics  relating  to  Part  VIII  of  the  Act  are  included  in  this  report. 


SECTION  “E” 


Food 

(1)  There  are  in  the  District  the  following  numbers  of 
premises  where  food  is  prepared,  sold  or  stored: — 


Bakehouses  6 

Butchers  Shops  10 

Fried  Fish  and  Chip  Shops  ...  2 

General  Provision  Stores  51 

Greengrocers  Shops  1 

Cafes  5 

Licensed  Premises  29 

Cheese  Manufactory 1 

Confectioner’s  Shop  3 


(2)  Section  16  of  the  Food  and  Drugs  Act,  1955,  requires 
the  registration  of  all  premises  used  for  the  manufacture  or  sale 
of  ice  cream  or  the  preparation  or  manufacture  of  sausages  or 
potted,  pressed,  pickled  or  preserved  food  intended  for  sale.  The 
following  numbers  of  premises  are  so  registered: — 

For  the  sale  of  ice  cream  51 

For  the  manufacture  of  sausages  3 

(3)  The  number  of  inspections  of  registered  food  premises 
during  the  year  was  10,  and  in  addition  24  inspections  were  made 
of  non-registered  premises.  In  general  the  inspections  disclosed 
satisfactory  conditions. 

(4)  Educational  activity  in  relation  to  food  hygiene  was 
confined  to  advice  and  discussion  during  routine  inspection  of 
food  premises. 

(5)  Two  slaughterhouses  held  licences  during  the  year  and 
meat  inspection  was  carried  out  at  these  premises  during  the  year. 

(6)  All  meat  found  to  be  unfit  for  human  consumption  is 
dved  green.  It  remains  in  the  possession  of  the  owner  and  after 
boiling  is  used  for  animal  feeding. 
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The  following  table  gives  details  of  carcases  inspected  and 
condemned  in  whole  or  in  part  during  the  year. 


Carcases  Inspected  and  Condemned 


o/ 

/O 


Number  killed 
Number  inspected 
ALL  DISEASES  EXCEPT 
TUBERCULOSIS 
Whole  Carcases  condemned 
Carcases  of  which  some  part 
or  organ  was  condemned 
of  the  number  inspected 
affected  with  disease 
other  than  tuberculosis 
and  cysticerci 
TUBERCULOSIS  ONLY 
Whole  Carcase  condemned 
Carcases  of  which  some  part 
or  organ  was  condemned 
o'o  of  the  number  inspected 
affected  with  tuberculosis 
CYSTICERCOSIS 
Carcases  of  which  some  part 
or  organ  was  condemned 
Carcases  submitted  to  treat- 
ment by  refrigeration 
Generalized  and  totally 
condemned 


Cattle 

excluding 

Cows  Cows 

155  — 

155  — 


Calves 


Sheep 

and 

Lambs 

864 

864 


Pigs 

199 

199 


13  — 


8.38 


10 


1.50 


3.01 

2 

1.00 


Total  Weight  of  Meat  Condemned:  287  lb. 


SECTION  “F” 


INFECTIOUS  DISEASE  CONTROL 

Only  15  cases  of  infectious  disease  were  notified  during  the 


year  and  were  distributed  as  follows: — 

Whooping  Cough  2 

Acute  Pneumonia  8 

Erysipelas  1 

Tuberculosis  (Respiratory)  4 

Total  15 


The  majority  of  these  cases  were  Acute  Pneumonia  and 
the  following  table  shows  the  age  and  sex  distribution,  most  cases 
occurring  in  the  first  and  fourth  quarters  of  the  year. 


17 


, , , , ^ 

Males 

Females 

Totals 

Qtr.  Yr. 

Qtr.  Yr. 

Qtr.  Yr. 

12  3 4 

12  3 4 

1 

2 3 4 

5-14  years  

1 

1 

2 

45-64  years  

1 3 

1 

3 

65  years 

and  over 

1 1 

1 

1 

Totals  . 

1 4 

1 2 

2 

6 

The  majority  of  cases  occurred  in  the  “over  45“  age  group. 


Tuberculosis 

All  the  four  cases  notified  were  of  respiratory  origin.  No 
special  action  was  required  by  the  Public  Health  Department  apart 
from  subsequent  disinfestation  of  the  premises. 

In  the  preventive  field,  the  B.C.G.  vaccination  of  school- 
leavers  continued  in  the  Llanfyllin  High  School,  where  66  pupils 
were  tested;  52  were  found  to  require  vaccination  and  47  were 
subsequently  successfully  vaccinated. 

The  Mass  Radiography  Unit  again  visited  the  district  during 
the  year  and  a good  response  was  obtained.  For  the  first  year 
on  record  no  deaths  from  this  disease  occurred  in  the  county. 


Poliomyelitis 

As  previously,  persons  under  40  years  of  age  and  people 
at  special  risk  were  offered  vaccination.  Fourth  injections  are  now 
being  offered  to  all  children  prior  to  school  entry,  or  as  soon  as 
is  practicable  after  that  date.  The  administration  of  oral  vaccine 
was  commenced  during  the  year  and  is  gradually  replacing  the 
need  for  injections  Unfortunately,  in  some  areas,  the  numbers 
failing  to  keep  their  appointments  were  disappointing.  The  public 
must  be  aware  of  the  danger  of  a case  occurring  in  the  community. 


Smallpox 

In  January  and  February  of  1962  further  cases  of  Smallpox 
occurred  in  the  country  and  2 contacts  arrived  in  the  northern  part 
of  the  county,  where  they  were  kept  under  daily  surveillance. 
No  cases  resulted. 

Parents  attending  the  Welfare  Clinic  are  now  advised  to 
have  their  babies  vaccinated  between  1— -2  years,  that  is  after 
completing  immunisation  for  Diphtheria,  Whooping  Cough  and 
Tetanus. 
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